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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 03669 191424Z 
50 

ACTION EUR- 12 

INFO OCT-01 ISO-OO H-02 EURE-00 /015 W 

092270 

P 191239Z MAY 75 

FM AMEMBASSY ATHENS 

TO SECSTATE WASHDC PRIORITY 8776 

UNCLAS ATHENS 3669 

E.O. 11652: N/A 

TAGS: CGEN, GR: (SKYLITSION CHIOS HOSPITAL, AMBULANCE FOR) 

SUBJECT: AMBULANCE FOR SKYLITSION CHIOS HOSPITAL 

REF: ATHENS 3358 AND PREVIOUS 

1. NO DECISION RE WAIVER OF VEHICLE'S STORAGE FEES ISSUED 
FOLLOWING HEARING MAY 1, 1975 PENDING DECISION OF MINISTRY OF 
FINANCE ON HOSPITAL'S PETITION FOR EXEMPTION FROM CUSTOMS 
DUTIES. IF PETITION IS DISAPPROVED, UNLESS FEES ARE PAID BY 
JUNE 9, VEHICLE WILL BE RE-CLASSIFIED AS UNCLAIMED AND SOLD 
AT AUCTION. 

2. ACCORDING TO UNOFFICIAL INFORMATION, FAVORABLE CONSIDERATION 
OF PETITION BY MINISTRY OF FINANCE MAY NOT RPT NOT BE EXPECTED 

AS HOSPITAL IS NOT REPEAT NOT A CHARITABLE INSTITUTION AND THUS DOES 
NOT QUALIFY FOR CUSTOMS EXEMPTION STATUS. HOWEVER, HOSPITAL 
CONTINUING 

EFFORTS SECURE APPROVAL. 

3. IN VIEW PARA 2 ABOVE, EMBASSY SUGGESTS DONORS CONSIDER 
DEPOSITING FUNDS TO COVER CUSTOMS DUTY WITH MINISTRY OF FINANCE 
THROUGH LOCAL BROKER, AS EXPLAINED PARA 3 REFTEL. 

4. DEVELOPMENTS WILL BE REPORTED. SENATOR BAYH INTERESTED. 

KUBISCH 


UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975ATFIENS03669 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 75-061 6 
From: ATHENS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750537/aaaabhdp.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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Previous Classification: n/a 
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Review Authority: CunninFX 
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Review Event: 
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